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इस भाग में भिन्न पृष्ठ संख्या दी जाती है जिससे कि यह अलग संकलन 

के रूप में रखा जा सके । 
Separate paglog is given to this part in order that it may be filed 
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MINISTRY OF LAW AND JUSTICE 

(Legislative Department) 
New Delhi, the 28th January , 1986 /Magha 8, 1907 (Saka ) 
THE CONTRACT LABOUR (REGULATION AND ABOLI 
TION ) AMENDMENT ORDINANCE , 1986 

No. 3 OF 1986 
Promulgated by the President in the Thirty -seventh year of 

the Republic of India . 
An Ordinance to amend the Contract Labour (Regulation and 

Abolition ) Act, 1970 . 


WFIEREAS Parliament is not in session and the President is satisfied 
that circumstances exist which render it necessary for him to take 
immediate action . 

Now THEREFORE , in exercise of the powers , conferred by clause ( 1) 
of article 123 of the Constitution , the President is pleased to promul 
gate the following Ordinance : 


1. (1 ) This Ordinance may be called the Contract Labour (Regula - Short title 
tion and Abolition ) Amendment Ordinance , 1986 . 

and com 

mence 
42 ) It shall come into force at once. 

munt. 


( 1 ) 
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Amend 
ment of 
Act 37 of 
1970 . 


2 . In section 2 of the Contract Labour (Regulation and Abolition ) 
Act 1970 in suh - section ( 1 ) 
Act, 1970 , in sub -section ( 1) , for clause ( a ) , the following clause shall 
be substituted , namely : 

(a ) " appropriate Government” means, 

(i) in relation to an establishment in respect of which the 
appropriate Government under the industrial Disputes Act, 14 of 1947 
1947 , is the Central Government , the Central Government; 

( ii) in relation to any other establishment, the Govern 
ment of the State in which that other establishment is situate ; . 


ZAIL SINGH 

President. 


S . RAMAIAH , 
Secy , to the Govt. of India . 
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